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do ARTICLE 354 (629423) WAS CHECKED BUT UNCHANGED FROM REE 
A. TRIM. | 
@. ATA: 
RPM 7O@I2, ECT 256 COCKPIT, 262 ‘alt 
RPM 80%, EGT 278 COCKPIT 293%, FS 
RP 85%, ECT 323 COCKPIT 938 itn, CF 
RPM 90%, EGT 3°68 COCKPIT aagua, FI 
PPM 95%, EGY 498 COCKPIT on 
RPM 100.9%, EGY 594 COCKPIT 595 wis 
PAM 28.75 INCHES TAM 20 DEGREES GENTIZeADE, 
3. ENGINE 640429 HAS THE TAU IPE WITH INSREASED AREA, 
HE HAVE CHECKED §T WITH A TEMPLATE. TH AREA WAS INCREASED AT 
MN 0) PREVENT STALLS. 
4, PLEASE ADVISE BY PRIoRITY use. 
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aie TRIM DIFFICULTY IN ART 351 


1. {T ACPEARS THAT EGT SYSTEM IN 351 IS READING APPROXIMATELY ig¢ 


GES Low. THIS ARTICLE SHOULD NOT BE FLOWN UNTIL IT 1S DEFINITELY 
SS TABL SHID THAT EGY 1S CORRECT. USE THE MINI-MITE SYSTEM To VERIFY 
OR CHECK TOCKPIT Ear. 

2, AS ScOWM BY Kio TRIM DATA a JT5-10), AY 17 
YOU SROUL2 (OT EXPECT TO GET 95 PERCENT AT POWER LEVER QUADRANT STOP. 
REM AT QUAD ANT STOP SHOULD FOLLOW SAME SLOPE AS TRIM CURVE VERSUS OAT. 
AY T7C, @JIAGRANT STOP SHOULD GIVE APPROXIMATELY 9% PERCENT To 91 PERCENT 


3. RPA ND ECT REPORTED FOR 423 ARE NOT COMPATIBLE. THIS COULD NOT 


Bo EAFLAIVES BY FUEL CONTROL MALFUNCTION. HEN 423 TRIM SET AT 99.2 


te § fr 


te 


ENGINE CYL WILL MGT PERMIT EGT AND RPM COMBINATION YOU! DESC2IBE 


UNLESS EXWAUST AREA WERE GREATLY INCREASED OR COMPRESSOR WERE PRACTICALLY’ 


BLOCKED BY ‘CONTAMINATION. . IF THIS.HAD.ANYTHING TO BO WITH CONTROL . 
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Pree 2 [BEsos iN 19899 
MALFUNCTION, THE EGT, RPM, AND FUEL FLOW WOULD ALL BE COMPATIBLE ALTHOUS 
AY RONG LEVEL. PLEASE ADVISE FUEL FLOWS FOR kE2 TRIM RUNS IF AYA: 
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4%, THE THRUST AT O@ PERCENT To OT PRACENT RPM ON A 17 C BAY 1S Gaur, 


TO GR GREATER THAN THRUST AT 99 PERCERT ROM ON 29° DAY. COLDER DAY 
YIELDS SUFFICIENT THRUST AT LOW? 


R RUM, 


3° (VOR REFERENCE IN RIGGING PLA QUADazSNT STOP, DRAW STRAIGHT LENE 


BETHEEN 9% PERCENT RPM AT C@F AND SS PERCENY RPM AT MF on CUE RUE SIMILA® 


TO GUR PART POWER TRIM CURVE. — GILL REVISE HANDBOOK TO GIVE 
RI@GING BATA VERSUS OAT. mee 


6. ‘TRIM CURVE 1S EASIER VO USE [F MAMEPLATE 13 LEFT OUT. DATA PLAT =. 


SPEED VARIATION 1S LESS THAN 1 /2 PERCENT, AMD THIS 19 MOT CRIT 


(CAL TRIP 
VARIATION. 
7> GOVERSPEED LIMIT 1S 1f@.7 PERCENT BUT IS BEING REVIERED, SELL Afyy 
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e iF EGT SYSTEM 1S FOUND WRENG . he3 HAS BEER 
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ABOVE MAXIMUM AND MUST BE REKOVER arp RETURNED FOR OVERHAUL . 


1h GIL, BOOST SIGNAL LINE MAY BE RE°RGUTED, AS PER INSTRUCTIONS BY 


MMM. {17S SHOULD BE AVAILAME FoR | 


NG OF MESSAGE 


VERMANENT CHANGE SHORTLY. 
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